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AGSXOTIOTBE., aJUIKKJDEEDBU: ■ 


Reference No. Title of Book Iio 9 of 

copiqs- 

1/1 

Agricultural Engineering 

Education in Developing 1 

countries. 

University of Illinois 

No. 

1/2 

Summary of Research 
activities in the _ Agricul¬ 
tural Depaitment «Jan . to 

Dec. 31? 1969* _ 

Department of Agricultural 
Engineering. Purdue University, 
Idfayelle* Indiana. . 

it 

1/3 

Graduate Manual - Procedure, 
policies, standards & equip¬ 
ments — 1969-70. 
department of Agricultural 
Engineering. 


i/h 

School of Agriculture ~ 
Announcements - 1970-71 

purdue University Bulletin. 

11 

1/5 

Physical Properties of 

Biological materials - 

Purdue University, 

V 

1/6 

Engineering applications in 

Agriculture - 1970-71 

Department of Agricultural 
Engineering. 

15 

1/7 

Direct Seeding Tomatoes- for 
Mechanical Harvest- Eel.1970 

Purdue University, 

f? 

1/8 

Seed Wafers - (A new concept 
for seeding vegetables ) 

Purdue University, 

tt 



Reference No* 


Title of Book 


1/9 Are you interested in a 

career of constructive 
service to Mankind* 

Colorado State University 

1/10 Agricultural Engineering 5 

Graduate Bulletin* 

Colorado State University 




AMERICAN JOURNAL OF SCIENCE 


Reference No. 

Title of Book 

N6* 

of copio 

2/1 

American 

Journal of 

Science 

I No, 

Vol.268 Jan. 1970. 



2/2 

American 

Journal of 

Science 

it 

Vol, 268 

I! 



2/3 

American 

Journal of 

Science 

15 

Vol. 268 

ti 



2A 

American 

Journal of 

Science 

tf 

Vol* 268 

1 ! 



2/? 

American 

Journal of 

Science 

n 

Vcl* 268 

!! 



2/6 

American 

Journal of 

Science 

ti 

Vol. 269 

June 1970 



2/7 

American 

Journal of 

Science 

tt 

Vol. 269 

» 



2/8 

American 

Journal of 

Science 

TJ 

Vol, 269 

!! 





CATERING 


Reference No, Title of Book 


Mo', of copies 


3/1 Pride Permits us 'nothing less 

than Excellance - Palmer 1 Mo, 

Oates Meat Co, 


3/2 

Meat Buyer * s Guide to' 



Standardis ed Meat-eut-Palmer 

Oates Meat Co, ? Inc- 

r? 

3/3 

Organizing a food trade training . 
Programme 

tf 

3A 

Quantity food Preparation - A 
suggested Guide 

f! 



CHEMIST Kf 


Reference No® Title of Book 

w-j Chemical Technology - 

News Letter 

k /2 Guidelines for Chemistry 

Programmes in Two year- 
Colleges 

Wo Lawrence Hall of Science 

Leaflets * 

k/lf Meritt College « 

Leaflet 

wj An Experimental Science 

Lab. Manual 

V6 


An Experimental Science 



1 Ho, 

6 Nos® 
1 No® 

1 No® 


1 No 



CUHRICtFLUM IHPBOV’EMERT STUDY 


Reference Ho. Title of Book 


118v of oopi 


ri 
V ■ \*f 


5/1 

5/2 

5/3 

5A 

5/5 

5/6 

5/7 


Teachers ? Guide 
Organisation 

Teacher 1 s Guide 
Interaction & Systems 

Teachers f Guide 
Materials Objects 

S.C.I.S. News letter 

Life cycles - Teachers 5 
Guide 

Science Curriculum 
Improvement Study 

Curricula contents for 
six technologies 



5/9 

5/io 

5/H 


5/12 


Development of Civil 
Engineering Department - 

Mas s achusetts Ins titute 
of Technology - Publications 
of the Soil Mechanics 
Dvn* March - 1970 

Occasional Paper No. 8 - 
The Education Research 
Centre 

Occasional Paper No, 2 
A self-paced cours'e in 
Ereshman Physics - 

The Education Research 
Centre 

Occasional Paper - - 
Concentrated Study - 
The Education Research 
Centre 

Occasional Paper No, 7 - 
Meritocracy - A troubled 
inquiry - The Education 
Research Centre 


8 



Reference No 


Title of Book 


5/13 
5/1 ^ 

5/15 

5/16 

5/17 

5/18 

5/19 

5/20 

5/21 

5/22 

5/23 

5/2>+ 

5/25 

5/26 



NcU Of '■COpi-IifJ 


A demonstration laboratory 
(Preliminary Report) M.I.T. 
Education Research. Centre 

Educational Reform for 
the 70 1 s - The Education 
Research Centre. 

Research Programme, 1969-70 - 
Soil Mechanics Division - 

JUS - 2 Pamphlets 

Curriculum Outlines - 
Springfield & dark country 

Eighth Report of the Inter¬ 
national Clearing House on 
Science & Mathematics 
Curriculum Developments-1972 

Guides for Developing 
curricula for the Education 
of Practical Nurses 

Curriculum Materials for 
trade and Industrial 
Education - 19^3 

Stenographic & Secretarial 
curricula guide 

Report of the Electro- 
Mechanical Technology - 
Curriculum Dev• Pro j ect. 

Clothing Maintenance 
Specialist 

Automative Service Station 
attendant 

Electronics mechanic entry 

Electronics Assembly 

Electrical appliance 
Service Man 

"Vending machine repairman 


1 No. 


if 


u 


2 Nos. 
1 Ho. 


ii 


11 


ft 


i» 


ii 


ii 


ii 


if 


it 


rt 


if 


9 



Reference 

66/29 

66/30 

66/31 

66/32 

66/33 

66 / 3 ^ 

66/35 

66/36 

66/37 

66/38 

66/39 

66/40 


Ho. Title of Book;: Ho. of 

Automatize mechanic entry 1 

Automatize Body repairman 

Refrigerator mechanic 

Draftsman entry 

Supervisory & Administrative 
Management Occupations 

Chemical Education Material ■ 18 
Study (Achievement Test) 1 set 

Industrial Radiography ' 1 

Instructors Guide 

Metrology Laboratory 
Problems 

Detailed Course Description 
for the Course of study in 
(Design and Analysis of 
Communication Based Systems) 

Detailed Course Description 
for the course of study in 
(Design and Analysis of Data 
Based Systems) 

Assep Project Management Course 
(Topical outline) 

Exam, of specific programs 
that may be developed as a 
Technical Specialty 



GENERAL 


Reference No, 

Title of Book 

No-* ' "Of ccptes 

6/1 

American Studies 

1 No. 

6/2 

Organisation and member- 
National Academy of 
Engineering, 1969-70 

T! 

6/3 

Engineers at work - 
Rational Academy of 
Engineering 

ft 

6 A 

Policies relating to 
students & students 
organisation etc ,5 

ft 


University of California 


6/5 

Intercultural Education 

ff 

6/6 

Special Elementary Education 
for the disadvantaged - 

Earkeley Project S.E.E.D. 

20 Nos. 
(containing; 
sheets) 

6/7 

German Book 

1 No. 

6/8 

Newton High Schools - 
Opportunities in Secondary 
Education, 1 9 70-71. 

tr 

6/9 

Registration Elective 

Course 

ft 

6/10 

Orange Book - 1 9 70-71 

ft 

6/11 

Orange Book Supplement 

rr 

6/12 

Adult Education 

nr 

6/13 

Bosten Centre for Adult 
Education - April, I 970 

ft 

6/14- 

Cambridge centre for Adult 
Education 

ft 

6/15 

Bureau of Adult Education 
and Extended services 

f! 



Beference No 


6/1 


6 


7/17 

7/18 

7/19 

7/20 

7/21 

7/22 


7/23 


7 / 2 ^ 

7/25 

7/26 

7/27 

7/28 

7/29 

7/30 

7/31 


Title of Book 

Table showing number of 
students in each field of 
. study in intermediate 
Colleges - 1963 - 64 - 

Cha.nt showing Tech*Education 
patten - I 960 

Armco Steel Corporation - 
Arniual Report I 969 . 

Armco Steel Corporation 

Armco Steel Corporation 

Centre" 0 ^ Scll ° o1 and Lea ™ing 


Curriculum Outline for 
Elementary and Secondary Schools 
an Ooeonography and Marine 
Biology 

Eour challenge in Electrical 
-Joy > *'* The Institute of 
Electrical & Electronics 
Engineers, INC. 


Ho ; ' 


HU EVA DAE SCHOOL 
Centre 


Learning 


Technical Education - A growing 

Armco Policies 

Civil Center and Plaza 

Porn of Newyork Pacts and 
figures (Pamphlet) 

Port of New york information 
Directory 

Granting credit for service 
school training 

Catalogue of Instructional 
materials 1970 


12 


of "'conies- 

1 Ho. 

1 Ho. 

1 Ho. 

1 Booklet 
1 Leaflet 
1 Ho. 

tr 

tr 

1 Pamphlet 

1 Ho, 

1 Pamphlet 

2 Hos, 

1 Ho, 

rr 

rr 

n 



Reference 

No* Title of Book 

of 

copies* 

7/32 

Prentice- Hall K-12 Learning 
materials-70-71 Catalogue 

1 

No* - 

7/33 

Catalogue CPL 70 Science-A 
Process Approach 


n 

7/34 

Is Civil. Engg* for you 


1 ? 

64-/35 

About W.I.T. 


rt 

64/36 

The combined Book exhibit 


ft 

64/37 

G-uide to the hitachi works 


f? 

64/38 

Engineering News 


• Tl 

64/39 

Lookout mountain and 
chattenooga Battlefields 


tt 

64-/40 

A few recommended restaurants 


if 

64-A1 

The Port of Newyork Authority 
I 969 Annual report 


tf 

64-A2 

Newyork Airport Development 

The Pavement story 


rt 

64-A3 

Ben Notes (Special historical 
Issue) 


ft 

64-/44 

VIA Port of New York 


n 

64-A5 

Westing house 1969 Annual Report 


f? 

64-/4*6 

The Institute of the motor 

Indus try 


ri 

64A7 

Consumer Information 


ft 

64-A8 

Western Regional Conference 


tf 

64-/49 

John F«Kennedy Internation 
Airport. 


n 

64/^0 

1971• Invitational Conference 
on testing problems 


ft 

64-/51 

Discover Milwaukee 

2 

Nos* 




Heference Ho. 

Title of Book pw. 

""of copies 

64/52 

Standard Gil division 

American Oil Co* , (MILWAUKEE) 

2 Nos , 

64/53 

Engg* creating A better world 

1 No. 

64/54- 

Lauwardia Airport ‘■ 

rt 

6 5/55 

Government Periodicals & 
subscription services 

2 Nos , 

65/56 b 

Guide for the ’-preparation of 
scientific papers for 
publication*, 

1 No. 

65/57 

Discover Wisconsin by car c 

2 Nos. 

65/58 

WISCONSIN 

ft ■ 

65/59 

SLIDE BILE 

1 No. 

65/60 

Instructional materials (I 970 ) 

it 

65/61 

Policies and Practices in 

Faculty Evaluation 

,../■( ft 

65/62 

Continued Edn.for Westinghouse t 
Professional personal 

; /I rj 

65/63 

Report.of the committee on 
recognition and incentives for 
good teaching . r . 

•j 

.2 Nos. 

65/64- 

Education and- training 

1 No. 

65/65 . 

-•Film catalogue 

ft 

65/66 

Introductory Physical Science 

3 Nos. 

65/67 

Educational Films (Science) 

1 No, 

65/68 

Denoyer-Geppert Audio Visuals 

fr 

65/69 

National Academy of Engg * -a. 

(Research and Dev* in Higher 
Education} r r , t ~ > ■ 

■ rt 

65/70 

Trade and Industrial Education 
Manual of Operation of Sec*I & 

£> H ec. II, 

2 Nos, 

14- 





Reference 

65/71 

65/72 

65/73 

68/7^ 

68/7? 

68/76 

68/77 

68/78 


Title of Book U», of eopiee 

Transistor Characteristics 1 

rt 

The Diode 

Experiment VT (Digital 
circuit II) 

Experiment VII CDC Generator 

Basic Programming for Applied 
Mechanics (Statics ) 

Proposal to the Engineering 
Science Committee for an 
Engg. Science option 

MJC Publications 

Publications 


n 



I.B.M. AND COMPUTERS 


Reference No 
8/1 
8/2 

8/3 

8/4- 

8/5 

8/6 

8/7 

8/8 

8/9 

8/10 

8/11 

8/12 

8/13 

8/14- 

8/15 

8/16 


Title of Book N 6 v of copies 

l.B.M. System --News and Notes 1 No. 

I.B.M. Voluntary Education 

Programme - 19?’°' 


!! 


I.B.M. Advanced systems of 
Science Education Programme; 

An undergraduate -Electrical 
Engineering course_on 
Computer Organisation, Oct.1963 

Some specifications for an 
undergraduate course in Digital 
subsystems ? Nov. I 96 S 

Customer Education Scliedule 

S’ep. Nov. 

Advanced system of Science 
education programmes - Project; 
management materials lis 
(f.B.M.) 

Proieet management course 
Bibliography (ABM) 

Pamphlets on Electronic^ & 
Electricity Aids (B.A.) 

Graduate Study in Computer 
Science at the University ox 
Many land 


6 Leaflets 


1 No 


11 


1 Leaflet 


1 No. 


t! 


!T 


tt 


4- Nos« 


Output Statements 

School of Engineering & Applied Containing 

Science - Computer Science v 

Department - New Course 


Quotable Data for visitors Printed 2 Nos. 

IBM - Sales & Systems Guide °* 

IBM - Data processing - Personal 
Trading Guide 

I.B.M* Course Selection Guide 


n 


tt 



■TOUBNALS AND BEPOBTS 


Reference No, 

Title of Book No* 

of copies 

9/1 

Engineering Education ~ 

Vol.?9 - No,4 - December I 968 

1 No, 

9/2 

Engineering Education - 
V 0 I. 6 O No,5- -December, I 969 

tt 

9/3 

Engineering Education - 
Vol.58. No*? “ January* I 968 

?! 

9A 

Engineering Education - 
Vol .60 No.?. - January, 1970 

II 

9/5 

Engineers Council for" 
professional perfect - I 969 

n 

9/6 

A growing challenge in America! 
higher education 

n 

9/7 

Symposium on Engineer and the 

City 

ft 

9/8 

Characteristics of Excellance- 
in Engineering Technology 
Education - I 962 . 

2 Nos* 

9/9 

Research in Engineering and 
Science - I 969 

1 No-. 

9/10 

Commission on Education 

tf 

9/11 

American Society for Engineering 
Education 

it 

9/12 

National Academy of Engineering - 
Members List 

n 

9/13 

Publications in Engineering 
Education - 1970-71 - pamphlets 

tt 

9/14- 

Publication of the National 
Academy of Engineering April, 1970 
Proceedings of Symposium^and 
conferences - AAJC. Publication 
catalogue 

it 

*• 


if 1 


V? 



Reference No 


Title of Book 


10/15 


10/16 

10/17 

10/18 

10/19 

10/20 

10/21 

10/22 


10/23 

10/24 

10 / 2 ? 

10/26 

10/27 

10/28 


Accreditation objectives and 
procedures for Engineering 
Technology - degrees - I 969 
(E.C.P.D.) 

Manual of Evaluation procedures 
and instructions (E.C.P.D.) ; 

American Society for 
Engineering Education.' 

(Annual Magazine- dune 1970) 

Science Education as it 
relates to Technical 
Education - (MAS) 

Technician Man Power - 1 966 -80 

News Report - National 
Academy 

Education Technology in 
Higher Education 

Interim Report'of the committee 
on goals of Engineering 
Education - -American Society 
for Engineering Education 

G-oals on Engineering Education ■ 
The preliminary report 

Technology and American 
Standard of Living 

Industrial Engineering - 
August ? 1970 

The"Bridge - National Academy 
of Engineering - Vol.2 No.2 
June, 1970 

Packaged Power 

Engineering System - 
Journal (Pamphlet') 


11/29 


WARDS Bulletin 


of ■: copies 

1 No. 

n 

1 Pamphlet 

1 No. 

it 

TT 

It 

tt 

II 

It 

If 

I! 

'1 Pamphlet 

1 No. 


5 Nos. 



Reference 

11/30 

11/31 

11/32 

11/33 

11/3^ 

11/3? 

II/36 

11/37 
11/33 

11/39 

11/40 

11 Ai 

11/te 
11/4-3 
11A4 


No. Title of Book 


Bo'.' of copies - 


National Science Teachers 
Association - Western 
Regional Conference - 
Nov, 12-14, 1970 

CHEVRON Research Company 
Careers in California 

CHEVRON Research Company - 
Petroleum Industry 

Engineering Mechanics Division 

Structural Division 

Engineering Mechanics Division 

Catalogues 

Viewer 1 s Guide 


1 No. 


?? 


Tf 


ft 


rr 

t! 

6 . Nos. 

1 Leaflet 


The .Journal of Physics and 
Chemistry of Solids 

Preparation of Technical 
Reports (Written and Oral) 

Journal of Engineering 
Education Nov. 66 

Journal of Engineering 
Education Part II Oct. 68 

The Danfoss Journal 


Technical Education News 


Svetsaren 



JUNIOR COLLEGES 


Reference Ho. 

Title of Book N< 

b. of 

copio 

12/1 

Junior College Faculty - 
Issues and Problems 

1 

No* 

12/2 

Guide for Program Planning 
on Medical Library Technicians 



12/3 

The Computer and the Junior 

College 

2 

Nos, 

12/h- 

Guidelines for Fire Service 
Education Programs in community 
and Junior Colleges 

1 

No, 

12/5 

Measuring Faculty Performances 

2 

Nos. 

12/6 

Institutional Administrator 
on Educational leaders 

1 

No. 

12/7 

The Multi-institution - 
Junior College District 


f! 

12/8 

Student characteristics ~ 
personality and Drop out 
Propensity 


ff 

12/9 

Personality characteristics of 
College and University faculty - 
Implications for the Community 
College 


11 

42/10 

Traffic Engineering technicians 
programmes in community Colleges 

2 

Nos. 

12/11 

Occupations and Education in 
the 70*s - Promises and 
challenges 

1 

No, 

12/12 

Law enforcement training in 
the community colleges ~ 
Alternative for affiliation 


rt 

12/13 

Bio-medical Proceedings - 
A conference on educational 
Programs in community Junior 
Colleges for Bio-Medical . 
Technicians 


it 



Ref'S rone e 
13/14 * 

13/1? 

13/16 

13/17 

13/18 

13/19 

13/20 

13/21 

13/22 

13/23 

13/24- 

13/2? 

13/26 

13/27 



Title of Book .. No;'-of copies 

Junior College Journal - Vol.4-1 1 No, 

No. 2 - 0ctdbor 3 .1970 

Junior College Journal - Vol,4*1 1 No. 

No.1 - Septembers 1970 

Junior College Journal - 
Leaflet 

Education for Health ' 2 Nos @ 

technician - an over view 

Community Services-in the’ fT 

Community colleges 


Your career and two year 1 No. 

College 

Starting Community Junior 
College 

Emphasis on Occupational 

education in the two year 3 Nos... 

college 

Consultants workshops on 

technologies related.to 2 Nos. 

Mechanical Engineering 


A new Social Invention in 1 No. 

the community College 


Role of the Advisory 

committee in Occupational 2 Nos. 

Education in the Junior 

College 

Junior College student 

personnel programmes - What 1 No. 

they are and what they 
should be? 

Follow up studies in Junior 

colleges - a tool for n 

improvement 

Extending campus Resources - 
Guide to using and selecting n 

clinical facilities for health 
technology programmes. 



Reference No. 

Title of Book Ho, 

~oT copie' 

14-/28 

Teaching in Junior College 

1 

Ho, 

14-/29 

Report on Civil Engineering 
' Technology - Consultants 

Workshops 

2 

Hos, 

14-/30 

Premises » planning students 
personnel facilities 

1 

Ho. 

14-/31 

Guidelines for hospitality 
education in Junior Oolleges 



14-/32 

A Guide for Health technology 
program planning 

3 

Hos, 

14-/33 

A primer for planner 

2 

Hos, 

14-/34 

Directory American association 
of Junior colleges, I 970 

1 

Ho, 

14/3? 

Role of the Community College 
in developing traffic 
specialists and technicians 

3 

Hos, 

14-/36 

A general education in 
Occupational education programs 
offered by Junior Colleges 

1 

Ho. 

14/37 

Electro-mechanical Technology 

3 

Hos, 

14/38 

Starting new community colleges - 
J? The Interim Campus” 

1 

Ho, 

14/39 

Guidelines for Law enforcement, 
education programs in Community 
and Junior Colleges 


!? 

14A0 

Fact sheet - The Federal 
programs of vocational- and 
Technical Education 


n 

15/41 

City College of Sanfransisco - 
Hotel and Restaurant Department 


n 



EcfoTenae-Mo 


Title.of Book 


15A2 


15A3 

15/44 

15A5 

15A6 

15A7 
i5/4e 

15 A 9 


15/5o 

15/51 

15/52 

16/53 
16 /A 


Ho* ’ 

City CollogG of Sanfransisco - 
(1) Calender, (2) Other 
leaflets on career in prepa¬ 
ration in Hotel Restaurant 
Business, as visual-arts, 

Chemical Technology, 

Engineering technology, 

0 mamental, Ho rt i cultural, 
Educational Sciences., produc ¬ 
tion services, Health career, 
etc, 

?o work in a Junior College 

Parkland College ~ 1970-71 

idvisory committee - Organisation 

American Association of Junior 
Colleges 

1 program for Architectural 
Technician 1 s Training 

Preparing two year College 
Teacher for the '70*s 

Report on consultants workshops- 
Electrical, Electronics - 
Technologies 

The College facilities thing 

International Development of 
Junior College 

Milwaukee “School of Engineering 
Bulletin - General Catalogue - 

I970-72 

Springfield Technical 
Community College - 1970-71 

Evaluation of Residential 
schools and the Essential 
Factors which contribute to 
their operation 5 ' Part I - 
Evaluation - Milwaukee Area 
Technical Gollege 


copies 


1 Eo* 


tt 

n 

u 


it 


if 


if 


it 


T! 

»! 


2 Nos, 
1 No, 


2 Nos, 


23 



Reference 

16/5? 

16/56 

16/57 

16/58 

16/59 

16/60 

16/61 

16/62 

16/63 

16 / 64 - 

16/65 

17/66 
17 / 6 ? 

17/68 

24 * 


ffo* Title of Book Ho. of copies 

Bell and Howell schools - 

Devry Institute of Technology- 1 Ho* 

Academic Catalogue 1970-71 

Guidelines for the Development 
of Baccalaureate*Technical 
Teacher Education Programme - T? 

Nov. 1947 - Purdue University - 
School of Technology 

Occupation and Education - n 

Leaders in the field speak out 

lames Connally Technical 

Institute - Teaching tomorrow; ff 

technicians today - Bulletin 

1969«70 


Milwaukee Area Technical College 

Text Book Lists - Second Semester ft 

I969-7O 

Junior Newton College - 1970-71 • T! 

Adult Education 

Milwaukee Technical College - 
Outline of Instruction 

Bevry Institute of Technology - !? 

Bell and Howell Schools 

Eric - Junior College Research " 

Review - Vol.J., No.4-.Dec.l970, 

Tort; Books for Tool and Die n 

Making - Adult Education 


Milwaukee Area Technical College- " 

Text book List - Mech*Technology 

Publication List if 

Technical Educs.t 2 . 0 n in the Junior 
College - Hew Programmes for now ?! 

jobs 

Report of the I 970 AAJC n 

international assembly 



No* of copies 


Reference No. 


Title of Book 


17/69 1 College for - every man - 

Roneo copy 

17/70 The College Leadership Programme- 

Curricular information for 
planning the Rd*D, & Ph.D* 


17/71 

17/72 
17/73 
17/74* 

17/75 

17/76 

17/77 

17/78 

17/79 

17/80 

17/81 

17/82 

4-2/83 

4-2/84- 


Exporting the Junior College 
idea. Junior College journal - 
April I968. 

Cyberation - Roneo Copy 

Junior College Evaluation Team 

Emphasis - Occupational 
education in the two year 
college 


City College Sanfransisco ~ 

Goneral Catalogue - 1969-70 

General Catalogue - Engg, 

Technology 

Polytechnic College Pamphlets 

Rose Polytechnic Institute - 
Bulletin *69-71 

Clark County Technical 
Institute - Catalogue *70-71 

Clark county Technical 
InstituteInformation 
Bulletin - *71-72 

Clark County 'Technical 
Institute 70-71 

Cincinnati Technical 

Ins titute ( sugges ting 14- 

various diversified courses) 

Catalogue 70-71 - South 
Dakota School of Mines and 
Technology 

Rose Polytechnic - Civil 
Engineering 


1 No, 

2 Nos«, 

1 No a 

n 

n 

n 

TI 

ff 

6 Nos, 

1 No, 

it 

TT 

tf 

Pamphlet 

1 No. 

fi 



neierence no. Title of Book 


No . of copies 


4 - 2/85 

4*2/86 

4-2/87 

4-2/88 

4-2/89 

4*2/90 

4*2/91 

4 * 8/92 

4*2/93 

4*2/94* 

4-2/95 

4*2/96 

4-2/97 

4*2/98 

4*2/99 

4-2/100 

4-3/101 
4*^102 

26 . 


Rose Polytechnic - General 1 No, 

Humanities Sequence 

Rose Polytechnic - Third Bio- Tl 

Engineering - Symposium 

Rose Polytechnic -Bibpineer In g n 
Education. 

Rose Polytechnic - Progress rf 

in Bioengineering Education 

Rose - Profile 70 - One ff 

packet size book 

Plastic Technology - Cincinnati 
Technical Schopl 

NASCO - Biological Science ,f 

Catalogue No. 112 

The Clark County. Technical 
Institute - Presenting 1966 - " 

First charter State of Ohio 

Rose Polytechnic - Bioengineering M 

Surrey 

History of Programme - Rose n 

Polytechnic 

What Is biological Engineering - 11 

Rose Polytechnic 

Biological Engineering n 

Department - Rose Polytechnic 

A plan for community, •academic n 

interaction —.Rose Polytechnic 

The Ros-e Philosophy » 

Dlrersification of Courses - « 

6 Sheets 

Surrey of Biology in Engineering 2 Nos. 
curricula ~ 2 typed books 

Operation Catapult 1969 1 No. 

A science Project from start » 

to finish 



MM PO T ' T ER NEEDS 


Career Opportunities - Occupational, Vocational, 

Technical Education. 


Reference No, Title of Book 


Now" o:f copl 


18/1 

18/2 

18/3 

isA 

18/5 

18/6 

18/7 

18/8 

18/9 

18/10 


Technical Education Research 

Centre - Interim Report No.1 1 No, 

Survey of Job characteristics 

Technical Education Research 51 

Centre - Interim Report II, 

Third Annual National-Vocational- 
Technical Teacher Education ff 

Seminar - Proceedings - Teaching 
Disadvantaged Youths, 

A guide to systematic planning 

for vocational and Technical !l 

Education - Facilities 

Problems in the Transition from 

School to work - A National tf 

Survey 

A system ?or state evaluation of t! 

vocational education 

Massachusetts Institute of 

Technology - Summary of the 

summer study on Occupational, r! 

Vocational, and Techiiical 

Education - July, 6 - 

August, 13, 196? 

Report of Planning Conference 
for Vocational Education n 

Summer Study - April, 30 - 
May, 1 - 1965 

A Guide for Planning Facilities for 
Occupational, preparations 
programmes in Electrical ” 

Technology 

A guide for Planning Facilities 
for Occupational, preparations 
programmes in Metallurgy 
Technology 



Reference Ho. 

18/11 

19/12 


19/13 


19/1 k 


19/1? 

19/16 


Title of Book 4 , of 

A General Guide for Planning 
Facilities for Occupational 1 

preparations programmes 

State Planning for Vocational 
Education innovative 
programmes ~ Resumes of 
Exemplary programmes in the 
States - Sep. 1970 

Final Report -Leadership 
development - Seminar for 
State Directors of Vocational 
Education ~ April, I 969 

The National Industrial Conference 
Board - The Technical Man Power 
Shortage, 

National Conference on Research 
in Industrial arts 

Choice of Vocational Education - 
As an Educational Opportunity 


19/17 
19/18 

19/19 

19/20 

19/21 

19/22 

19/23 


19 /2k 


The College of Education Record - 
No, 3 

Occupational Education-Bulletin 


Vol.5. No. 31 

Centegram 3 

Technical Education Research 1 

Centre 

International aspects of 1 

Occupational Education 

DANDLY ? 

An approach to Determining 


Occupational emphasis for High 
School Programmes - Design - 
Sep. 1970 

Applying differentiated staffing 
to Vocational Technical 
Education - 1969 



copies 

No. 

t? 

f! 

f! 

ft 

tf 

T! 

ff 

Pamphlets 
Pamphlet. 

No«, 

Pamphlets 
1 No. 

11 



MATHEMATICS 


Refcrone g 

20/1 

20/2 

20/3 

20A 

20/5" 


Ho. Title of Book Mo* 

T e chnieal Mathemati c s 

Seventh Report of the 
International clearing house 
on Science and Mathematics - 
Gt irricular dovelo pnent ? 19 70 

Technical Mathematics 
Teachers Guide 

The Reconstruction and 
Mathematical Education 

Exponential Notation 


of copies 
i No* 

n 

Manuscripts 

1 No. 

fj 



MINING 


Reference No, 


Title of Book 


21/1 


Colorado School’of Minos 
Bulletin - 1970-72 


21/2 

21/3 


The Mines Magazine - 
Ret. 1970 

Roneo Copies 



?T O A 

4,'v @ ~ « 


NATIONAL AERONAUTIC & SPACE ADMINISTRATION - 


HoferoncG Ho. 

Title of Book No* 

of copies 

22/1 

Life Science in a space 
ago setting.. 

1 No. 

22/2 

N «A % S • A • Fac ts 

IA Nos. 

22/3 

Apollo 13 

1 No. 

22A 

Space and the International 
Co-operation year - A 

National challenge 

tf 

22/5 

Space Jobs 

it 

22/6 

The Planetarium 

it 

22/7 

Space station - key to the 

Future 

it 

22/8 

N•A.S•A# educational 
publications 

it 

22/9 

N.A*S.A* Film list 

T! 

22/10 

N*A.S.A* Space Mobile - Space 
Science lecture - demonstrations 

tf 

22/11 

America in space - the First 
decade - Aeronautics 

t| 

22/1,2 

What Earthly use in the Moon? 

If 

22/13 

Activities in Science related 
to Space 

II 

22/1 >+ 

NASA Mission Report (5,6,8) 

3 Nos* 

22/15 

Information Space - Pack for 

Man and the Moon 

2 leaflet 

22/16 

The Ddath of a Star 

1 No. 

22/17 

Log of Apollo - 11 

!S 

22/18 

Code Name - Spider flight 
of Apollo - 9 

ft 



Reference 

23/19 

23/20 

23/21 

23/22 

23/23 


Title of Book 

Introducing children to space 

‘'iffy years of Aeronautical 
research. 

Aerospace - Bibliography 

Aviation and the Community 
college 

The Newa Nuclear Rochet 
Reactor Programme 


23/24- 

' **>- 

23 / 2 ? 


Aeronautics and Space Engi 
neering Board **• Natronax 
Academy of Engineering 

Tills is NASA 


copies 

Tf 

TT 

ff 

ft 

rt 



PHYSICS 


Reference Ho. 

Title of Book Kot" 

erf 

copies 

24/1 

Newsletter -Harvard Project 

Phys5.cs 

8 

Nos. 

24/2 

Harvard University - (High 
school Physics Course) - 
1964-70 

2 

Nos. 

24/3 

The Project Physics Course 
Materials - Order Bonn 

1 

No • 

24A 

The Project Physics Course - 
A descriptive catalogue 


rr 

24/5 

Roniod copies on 




i. Debroglic wavelength 
ii. Probability and uncertain!ty 
iii* Quantum amplitudes etc. 
iv. Atom 

4 Nos. 

24/6 

EDUQUIP - Air Pollution Study 
Programme manual 

1 

No. 

24/7 

EDUQUIP - Equipment for the 
Physical & Ecological Science 


n 

24/8 

EDUQUIP - Manual 


n 

24/9 

EDUQUIP - APPARATUS for teaching 2 
Physics 

Leaflets 

24/11 

A review of thermodynamics on 
a Self-study Question Basis 

1 

No® 

24/1 • 

The fundamental Idea of Solid 

State Physics 


n 



POST HIGH SCHOOL TECHNICAL EDUCATION CURRICULUM 

( P « T a E® C . 


Reference No.. 

Title of Book No* 

Of copies 

25/1 

Grain 5 feed 5 seed and Farm 

Technology 

3 Nos. 

25/2 

Food Processing Technology 


If 

25/3 

Pre-Technical-Post High School 
Programme 

2 

Nos.« 

25A 

Vocational Education and 

Occupations 

1 

No® 

25/5 

Criteria for Technical Education - 
A suggested guide 

2 Nos. 

25/6 

Agricultural equipment tech¬ 
nology - a suggested two year 
post high School curriculum 


Tf 

2 5/7 

Vocational and Technical 

Education in Rural America 

6 

Nos* 

25/8 

Fardmcrop Production Techriology- 
A guide for two year post-high 
school curriculum 

3 Nos* 

25/9 

Forest Technology - A suggested 
two year post high school 
curriculum. 


ft 

25/10, 

Instrumentation technology - 
a suggested 2 year post high 
school curriculum 

1 

No® 

25/11 

Electronic data processing - 1. - 
A suggested 2 year post high 
school curriculum for computer 
programmes and Business 
application analysis 

2 

Nos 0 

25/12 

Chemical Technology - A 
suggested 2-year post high 
school curriculum 

3 

Nos * 



Reference 

.Mo* Title of Book* 

Ho. of copici 

25/13 

Architectural and building 
construction technology - 
A suggested 2-year post high 
school curriculum 

3 Nosy 

26/14- 

Disel Servicing 

2 Nos « 

26/15 

Electronic Technology 

2 Nos, 

26/16 

U.S.Dept* of Health Edn, and 
Welfare - Technical Edn. 
Programmes - Publications 


26/17 

Child care and Guidance 

1 No* . 

26/18 

Adult and Adult vocational . 
programme 

A Nos. 

26/19 

Statement of Policy 
(Including one chart) 

6 Nos* 

26/20 

Water and Waste water 

Technology 

2 Nos. 

26/21 

Civil Technology - Highway 
Structural Options 

1 No. 

26/22 

Mechanical Technology - Design & 
Production 

2 Nos. 

26/23 

Metallurgical Technology 

2 Nos. 

26/24- 

Electrical Technology 

1 No* 

26/25 

Scientific & Technical Societies 
pertinent to the Education of 
Technicians 

f! 

26/26 

’Evening Division - - Description 
of classes - 1969-70 - LATTC 

IT 

26/27 

Los Angles Trade & Technical 
College 

57 Pamphlet 

26/28 

Vocational certification - 
18 credit hours 

one paper 

26/29 

LATTC - Advisory Committee - 
1970 

1 No. 



Reference No * 


Title of Book 


Noh of copim 


26/30. 

L4TT&. - Project I969 - A model 
home designed & built by 
students of LATTC 

1 

No„ 

51/31 

LATTC - The trade Technical 
story- 

2 

sheets 

51/32 

Vocational & Technical - Education 
Annual Report -Fiscal Year-67 

1 

No, . 

51/33 

Evaluation of residential 
schools and the Essential 

2 

Nos. 


factors which contribute to 
their operation 



UNIVERSITY AND COLLEGES 


Reference No. 

Title of Book 

Ho 5 . ' of copies 

27/1 

Technology & International 

Trade 

1 Pamphlet 

27/2 

University of Maryland - 
Undergraduate Programme 

1 Leaflet 

27/3 

Industrial Arts Teacher 
preparation Programme 

1 Ho. 

27A 

Electronics Education 

Tf 

27/5 

Directional Spectra from 
wave gauge Arrays - 
Hydraulic Engineering Lab, 

It 

27/6 

Maximum wave weight probabili¬ 
ties for a Random number of 
Random intensity storms 

tJ 

2 7/7 

A report on the micro- 
precision & Hydrological 
Educational Research Project 

fT 

27/8 

Civil and Highway Engineering 
Technology 

ft 

27/9 

Mechanical Design Technology- 
1969 - 70 . Wentworth Institute 

f! 

27/10 

Electrical Engineering Tech- 
110 I 0 gy -. 1969 - 70 . Wentworth 
Institute 

ft 

27/11 

Key to tomorrow - Pittsburgh 
Research 

ft 

27/12 

University of Maryland - 
Industrial Education Dept. 

1 Leaflet 

27/13 

Selected Water Resources - 
Abstracts, Vol.2 5 Nov* ! 69 

1 Ho. 

27/A 

Bulletin of the .University of 
Wisconsin - 1970-71 

2 Nos. 

27/15 

Bulletin of the University of 
Wisconsin - 1971-72 

n 



Title of Book 


No* of copies 


Reference 

27/16 

28/17 
28/18 

28/19 

28/20 

23/21 

28/22 

28/23 

28/24- 

28/25 

28/26 

28/27 

28/28 

38. 



Magazine - University of 
Wisconsin - Milwaukee -Shimmer , 

1970. 

Massachusetts Institute of' 
T e chnology « Bulletin - 70-71 

University of Wisconsin - 
Milwaukee - Bulletin - 
Graduate School 

University of Wisconsin - 
Milwaukee - College of 
Applied Science & Engineering 

Appointment - Tenure - Dismissal 
- Procedures of the University 
of Wisconsin. 

Northrop Institute of Technology 
Catalog. 71-72 

University of California'- Los 
Angles - Summary report - an 
application of advance Techno¬ 
logy to the education, system 
of a developing nation. 

System science 1970-71 UCLA 

Automated Design of Tier 
■buildings - Dept, of Civil 
Engineering - Stanford 
University 

Computer Programme for statis¬ 
tics and dynamics of Tier 
Buildings 

The analysis of Tier buildings 
with shear walls 

The Institute of Transportation 
Sc Traffic Bngg. 3 - University 
of California 

Industrial Education — Brigham 
Young University g ' 


2 Nos. 

1 No. 

2 Nos. 

1 No, 

tr 

it 

ft 

if 

if 

rr 

» 

if 

it 



Reference Ho. 

Title of Book ]\j 0 . # 

of copies 

28/29 

College of Physical 

Engineering Sciences - Brigham 

Young University 

1 No. 

4-5/30 

Birgham Young University - 
Industrial Technology 

?? 

4-5/31 

University of California - 
General Catalogue May 1? - 1970 

?! 

4-5/32 

University of California - 
General Catalogue 

T! 

4-5/33 

Standford University ~ 

Courses & degrees 1970/71 

t! 

4-5/34- 

University of California - 
Economics in Engg.*, - Feb* T 70 

II 

4-5/35 

Short Courses at UCLA - I971 

?r 

4-5/36 

UCLA - Allied Health Professions 
Projects - Jan. *70 

if 

4-5/37 

Brigham Young University - 
Bulletin General Catalogue 70-72 

IT 

4-5/38 

Merrit College 1970-71 

Tf 

4-5/39 

University of California - r 

The Barker Campus - August 1j? 69 

?! 

4-5/40 

Student Hand book £ University 
of California 1969-70 

IT 

4-5/4-1 

University of California - 
Questions & Answers 

ff 

4-5A2 

University of California - 
CHAB0T College Catalogue 1970-71 

fl 

4-5A3 

LRF Accelerators - The HILAC - 
University of California 

nr 

4-5/44 

LRF Accelerators - The 18k - 
Inch-Synchro cyclotron© - 
University of California 

Tf 

4-5A5 

University of California - A 
brief introduction to the lab. 
and its work 

tf 


39 



Reference 

No* Title of Book 

of copies 

46/46 

University of California -LRL 
Accelerators - The Bevatron 

1 No* 

46 A:-7 

University of California - 
Ecology & Children 

!» 

46/48 

Harvey Mudd College Bulletin - 
1970-71 

■ If 

46/49 

Mudd College - The facts 

ri 

46/50 

University of Illinois'- 
Undergraduate study 70-71 

it 

46/51 

Lawrence Radiation Lab * - 
University of California 

Telephone Directory 

if 

46/52 

88-inch sector focused cyclotron 
Lawrence Radiation Lab* 

University of California 

it 

t ■ 

46/53 

Lawrence Radiation Lab* - 
Trip steel ~ Tool to cut store 

n 

46/54 

Lawrence Radiation Lab*'- 
Stronger Class 

n 

46/55 

Service of the Technical 
Information Division - 
Lawrence Radiation Lab* 

University of California 

fi 

46/56 

University of California - 
School Education 70-71 

it 

46/57 

Lawrence Radiation Lab, 

Materials Engg* Fellowship 
programmes 

tr 

46/58 

Lawrenc e•Radiation Lab * - 
The Bevatron 

17 

46/59 

Lawrence Radiation Lab.- 
Particle Accelerator : 
Specifications. 

t? 

46/60 

Lawrence Radiation Lab* - 
Inorganic Materials Research 
Division 

tt 


bo * 



Reference 

No, Title of Book y 0v 

“of copies 

46/61 

Lawrence Radiation Lab, - 
Bis cower y and Syntn.es is of 
the Chemical Elements 

1 No. 

47/62 

Lawrence Radiation Lab. - 
Chemical Biodynamics group 

rr 

47/63 

Lawrence Hall of Science - 
University of California 


47 7 64 

Learning Centre of the 

Future - Calif 

1 Leaflet 

4-7/65 

Illinois Institute of Tech¬ 
nology - Bulletin 19/0-71 

1 No. 

47/66 

Indiana - Leaflets 

16 Nos. 

47/67 

■Preference Sheets ~ OR 114 


47/68 

Proposed Courses for 
.A.»R«, B • E., e cc* 

1 Leaflet 

47/69 

Civil Engineering design & 
Synthesis 

1 No. 

47/70 

% 

Engineering Syllabus 

n 

47/71 

Cluster of Intellectuals on 

Edn. '& curriculum Development 
Editted by S.P.Ramakrishnan, 

B.E., M.E0E0 9 University of 

Madras 5 A „C . Tech. 3 Madras ,25* 

Memo.N o o 29980/L£1)/73 dt. 

ff 

47/72 

International School for 

Water Resources Engineering 

f! 

47/73 

Colorado State University 

Pamphlets 

? Nos. 

47/74 

You are tomorrow 

1 No. 

47/75 

Engineering, Your Future 

* IT 

47/76 

University of Colorado Bulletin 

tt 

47/77 

Civil Engineering Graduate 

ft 


Bulletin 



Reference No, 

47/73 

Title of Book 

General Catalogue 1970-71 

Uo.„ of cop'le 

1 Ho, 

47/79 ' 

Hydraulics laboratory & 
Supplementary fa c illties 

tf 

48/80 

Education for Industry 
(University of Maryland) 

i[ 

48/81 

St an 1 ord Universitv 
(School of Engineering) j[ n 
International gramme in 

Engineering Ctudlls. 

2 Nos. 

4-8/82 

Department of Chemical 
Engineering /Brigham Young 
University) 

1 Ho, 

.4-8/83 

CABLETOU COLLECT (HTYUESOTA 1 

V DEO TAPE PROJECT } 

ti 

4-8/84 

This listing rejoinces 

Pages 12 & 13 

(? 

4s/a? 

136 - Event Lumbers 
(Rose Polytechnic) 

n 



UNIVERS'XTX OF OimxmATl ~ OHIO college of applied 

SCIENCE 


Reference No* Title of Book No. of c-opIeS 

29/1 English Composition II - 

March, 1968 

29/2 Fundamentals of speech - 

December, I969 

29/3 D«C. Machinery and 

oontrol September, I970 

29/4 English Composition - 

December, I969 

29/5 General Physics - March, 70 

29/6 Analytical Geometry and 

Calculus March I970 

29/7 Algebra and Trignometry -II 

December, 1969 

29/8 Algebra and Trignometry- III 

September, 1969* 

29/9 Physics - March I970 


29/IO BCT Physics - December, I969 

29/II Algebra and Geometry II - 

December, I969 

29/12 Algebra - 121, September f 70 

29/I3 Electronic System, Dec, 69 

29/14- Advance Measurement Course, 2 copies 

September, 1970 

29/15 Electronics-Ill. Sep. 1970 

29/16 Electrical Machinery & 

Control, September, 1970, 

29/17 Manufacturing Methods and 

Machine Tools, ‘September,1970 



Reference Wo. 

Title of Book No-xi 

copies 

29/18 

Building Construction 

Technology , May, 1970 

1 Ho. 

29/19 

Engineering C-raphics ~ 

September, 1970 

Sf 

29/20 

Building Construction Tech- 
nology-IM, September,1970 

TT 

30/21 

Building Construction Tech¬ 
nology, March, 1970, 

I! 

30/22 

Archit e ctural T echo ol 0gy~ 

Building Construction - 
Civil Engineering Technology - 
September, 1970 

t! 

30/23 

Building Construction" 

Technology - Sep'* *70-1 

tT 

30/2h 

Tharmo-dynamics I - Sep, f 70 

n 

30/25 

Mechanical Engineering 

Technology, March, 1970 

1* 

30/26 

Strength of Material and 

Laboratory , March, 1 9 70 

T! 

30/27 

Machine Tools Lab,, Dec, *69 

tf 

30/28 

Machine Tools Lab,, Sep, *70 

if 

30/29 

Engineering Drawing - Sep, *70 

If 

30/30 

Computer Systems, May, I 970 

ff 

30/31 

Building Processes, Sep. I 969 

ft 

30/32 

Surveying I*, September, *69 

11 

30/33 

Advanc e Measurement Course , 

May,. I 970 

n 

30/3^ 

Electronics, September, I 970 

rf 

i 

30/35 

Architectural Technology, 

December, 1969 

n 

30/36 

Introduction to Electronics 

December, 1969 

t r 






Reference No. 

Title of Book No. pi 

F copies 

30/37 

Electricity II - Dec.1969 1 

i Mo. 

30/38 

Electrical. Drafting - 
September, I969 

it 

30/39 

Elements of Electricity - 
September, I969 

it 

30/4-0 

Elementary Chemistry - 
September, I969 

I! 

31A1 

Surveying-III - May;., 1970 

tl 

31A2 

Highway Materials & 

Construction - May, I970 

tr 

31A3 

Architectural Technology - 
Civil Engineering Techno¬ 
logy, March 1970 

rr 

31/44 

Surveying II - March, 1970 

n 

31 A? 

Surveying I - September, *70 

Tf 

31/46 

Graphic Statics - Dec. I969 

tr 

31A7 

Computer Programming - I, 

March, T970 

n 

31/48 

Organic Chemistry, March, *70 

ri 

31A9 

Quantitative analysis, 

March, 1970 

rr 

31/50 

Principles of Chemistry-11 


31/51 

Principles' -of Chemistry - 
September, 1969 


31/52 

Building Processes - March, *70 

f! 

31/53 

Structural Analysis - 
May/September, 1970 

f! 

31/A 

Building processes - May, I970 

tr 

31/55 

Building Processes - March ? 70 

if 

31/56 

Construction Model Building - 
May, 1970 

n 



•Reference Ho, 
31/57 

31/58 

31/59 

31/60 

32/61 

32/62 

32/63 

32/61)- 

32/65 

32/66 
32/67' 

32/68 

32/69 

32/70 

32/71 

32/72 

32/73 

32 / 7 ^ 


Title of Book 

Principles of Economics-I, 
September, 1970. 

Principles of Management, 
September 9 1970 

General Studies - II - 
Tom Harsham. 

Psychology of Human Behaviour- 
September, 1970 

Introduction to Literature - 
December, I969 

A.E.T. - Introduction to 
Electronics - December, I969 


Basic Electricity-U Deconbof,69 

Basic Electronics-I, March, 1970 

Tecunical Calculus with 
analytical geometry - Sep.'1970 

Physics - September, 1970 

Physics, ~ March, 1970 


Ho. of copies 
1 No. 


Hydraulic S3^sterns. - MEI 
Term III. March, 19?0 

Building Construction Technology 
Construction Surv*eying-I«Sep. I970 

College of Education and some 
Economics"1970-71-Bulletin' 

Engineering students guide 

Student Hand Book 

areers of Importance - Cincinnati 
aclinic al Institute. 


1HI0 College of applied Science 
Evening (OHIO Mechanics Institute) 
1970-71 


k6 




Title of Book 


Reference No* 



32/75 

32/76 

32/77 

32/78 

49/79 

4-9/80 

4-9/31 

4-9/32 

4-9/83 

4*9/ 34 
4-9/85“ 

49/36 

49/87 


0H±0 College of applied 
Science - 1970-71 

College of Engineering I970-7I 

Department., of Vocational 
Education Courses - University 
of Cincinnati - 1968 

U.C, at a glance - Pamphlet 

University of Cincinnati - 
Campus Calender 1970-71 

Technical Report s 
October 1965 ? March I963 & 

L pril 1969 

Student Hand Book - 

University of Cincinnati- April*69 

Engineering at the University 1 

of Cincinnati 

Professional Practice 

Programme of the University 5 

of Cincinnati 

OHIO College of Applied 16 

Science 

Cooperative Engineer, May *70 
University of Cincinnati. 

University of Cincinnati 

Cincinnati - Personal 
Development Resources - 
Manual, 


f -copies*. 
1 Ho . 

ti 

?! 

f? 

!? 

3 Nos.' 

1 No. * 
Leaflet. 

Sheets„ 
Sheets, 

1 No. 

1 Chart* 
1 No, 



CAREER OPPORTUNITIES■ 


Reference,No. 

Title of Book 

33/1 

Career Opportunities - 
Community Service and 
related Specialists 

Edited by Walter M.Arnold 

33/2 

Agricultural Forestry and 
Cseanographic Technicians 
Edited by Walter M. Arnold 

33/3 

Health Technicians 

Edited by Walter M.Arnold 

33A 

Engineering Technicians 
Edited by Walter M.Arnold 

33/? 

Marketing Business and 
Office Specialists 

Edited by Walter M.Arnold 





VOCATIONAL ©NATION 


Reference No. 

Title of Book 

sfo e of cop*” s ~ t ' 

3 VI 

Vocational Education. The 
bridge between Man and his 
work 

1 No» 

3V2 

The Archeshates Systems - 
approach to Industrial 
Education 

n 

3V3 

Orchestated Bys terns Approach 

tt 

34/4 

Vocational Education - School 
Districts 

it 

3 4/5 

Vocational Education - 
Construction Guidelines 

n 

3V6 

The .Dynamics • of Technology & 
Society - No compromise with 
ignorance ~ Vocational 

n 

3V7 

A position paper on Vocational 
Education 

H 

3V8 

A position paper on Technical 
Education 

ft 

3V9 

Learning for earning 

rt 

3V10 

Functions of industry - 



in action 

1 Leaflet 

34/11 

The functions of industry ~ 

An approach to curriculum 
Revision in industrial 

Education 

1 No. 

34/12 

CENTIGRAM 

1 Leaflet 

34/1 3 

Functions of industry 

!! 

34/14 

Machine Trades- Lessons 
Manual (Ohio University) 

1 Ho. 




Rofor*enc© Bo* Title o 2 , Book IIOVH £ r @Tj~J £ 

34/15 Machine Trades-II-Lessons 1 Rc% 

Manual (Ohio University) 

3 4/16 Machine Trades - I - 

Answer Book (Ohio University) 

3^/17 Machine Trades - II - 

Answer Book (Ohio University) 
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Metallurgy Lab. Manual 

Characteristics of Materials-Resource 
Manual 



Uqf. Title of Book 


323 

32V 

325 

326 

327 

328 
329 


330 

331 



340 

3M 

342 


343 

344 
34? 

346 

347 

348 

349 



State University Agricultural & 
Technical Institute 

Three keys to satisfaction 

How Components Fail 

State University Agricultural & 
Technical Institute 

Kew Coors JlB-999 Ceramic 

NO HOC Coatings Service 

Troperties, Structures & Characteristics 
of Metals & Ceramics 


Ceramics 

r J°E e F4 es > Structures & Characteristics 
of Metals & Ceramics 

Properties of High-Temperature Ceramics 
and Cements 

Machine Design 

Fiberglas Reinforced nasties 

Plastics Education Guide 
G1astics Education Guide 
Modem Plastics * « TeciffiEril Review 
Plastics Premier 


Technical Education in Metals and Flastic 
ri standard Fhyscial Tests for 

x «L3>3"t>XO S 

T ?°^- DjLe & Machine Shop 
Training Materials y 

Applications of Materials Science to 
Engineering: Two Case Histories® 

Hews letter Non® 

New letters No.2. 


News letter No .7 
SME - Catalogue 
Technical Digest 
News Quarterly 

Speakers Directory 
Catalogue 


c#ples 

1 No. 

«T 

it 

if 

!? 


n 

u 


If 


fl 

ff 

!8 

ff 

ft 

ft 

ft 


ff 


fl 

fl 

if 

If 

tl 

ft 

ff 

if 

ff 
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Title of Book 
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crpie 

350 

Society of Manufacturing Engineers 


1 No. 

351 

Newsletter & Technical Digest 


ti 

352 

Manufacturing Eng 

line e ring & Management 



April, 1971 


IT 

353 

— do— 

Mar. 71 


II 

354 

—do— 

Feb. 71 


SI 

355 

—do-- 

J an• 71 


II 

356 

. —do-- 

Dec . 70 


II 

357 

—do — 

Nov. 70 


t! 

358 

—do — 

Oct. 70 


?l 

359 

— do — 

Sep. 70 


II 

360 

— do-- 

Aug. 70 


tt 

361 

— do — 

dune 70 


SI 

362 

r-do — 

May 70 


ft 

363 

—do — 

Apr. 70 


II 

364 

——do—— 

Mar. 70 


I? 

365 

— do— 

Feb. 70 


If 

366 

— do — 

dan. 70 


It 

367 

The tool & Manufs 

ictaring Engineer, 

Dec. 69 

tt 

368 

—— do-— 


Aug. 69 

tt 

369 

. — do— 


Aug. 69 

ft 

370 

ASM News 


Mar. 71 

tl 

371 

-do- 


Apr, 71 

tt 

372 

-do- 


Mar. 70 

tt 

373 

-do- 


Dec, 70 

tt 

374 

Metal Frogres s , 


Apr, 71 

If 

375 

Metal Frogress, 


Mar. 71 

II 

376 

-do- 


Feb, 71 

II 

377 

-do- 


dan. 71 

It 

378 

-do- 


Oct. 70 

tt 

379 

-do- 


Apr. 70 

tt 

380 

-do- 


Feb. 70 

Tt 
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Title of Boole 


■ 'ifyj- at 
c obies 

381 

Metal Frogress 

Jan. 70 

1 No. 

382 

—CIO — 

Dec. 70 

t? 

383 

-do- 

f~r* 

—1 

o 

<S 

« 

*<f 

o 

n 

384 

-do- 

Sep. 70 

n 

18 4 

nw* <** 

—do— 

Aug. 70 

n 

386 

-do- 

Mar. 70 

?! 

38? 

—do— 

Oct.- 59 

ff 

388 

—do— 

Sep V 69 

. H 

389 

ASM News 

Sep. 70 

?! 

390 

-do- 

Oct. 70 

ff 

391 

-do- 

Jan, 71 

If 

392 

Courses in Metallurgy and Metals 
Technology 

fl 

393 

.The Chemical Industry Facts Book 

« 

394 

Chem . Tec News 1 e11c 

• r 

f! 

399 

-do- 


tl ' 

396 

-do- 


ff 

397 

. Course starts for 

chemical Technicians 

ff 

398 

Chem. Tec. 


ff 

399 

Water and Waste '-water Technology 

1? 

400 

Technical Education Hews 

ft 

401 

A ready reference 

for Flastics 

H 

402 

Scientific Bate Frecessing Technology 

ff 

403 

A Guide to Fortran 

Programming 


4o4 

Meterials Engineering Mar. 71 


4o? 

—do— 

Feb. 71 


406 

-do- 

Jan. 71 


40? 

—do— 

Dec. 70 


408 

Meterials ...Engineering Met^ri-al' 


409 

Metc ri al s En gin e e r: 

Lng Nov- 


410 

— dO — 

O 


411 

—do— 

' ( 




i:\6JL « 

TO" A 

Title of Book 

conies 

w 

V12 

■Meterials Engineering s Aug, 70 

1 ho* 

5+13 

-do- July 70 

ft 

VI5+ 

-do- ’ June 70 

It 

V? 

-do- Sep. 69 

n 

V6 

-do- July 69 

it 

V7 

Consultants -workshop on Technologies 
related to Mechanical Engineering 

it 

V8 

Ecaron I'uhlishers ' Complete Catalogue 

3 ho 

1+19 

Technical and Industrial Edn. Books & 

Text work books 

1 ho. 

1+20 

Catalogue 

tt 

1+21 

1971 Catalogue 

ti 

1+22 

Education Science and Culture 

tt 

423 

Bordhead-Garrett 

ft 

1 + 21 + 

Go-lower System- 

t! 

1+25 

Go-lower Engine Dynamometer Systems 

ft 

1+26 

Co-opportunities at ho them University 

tt 

1+27 

India Political 

tt 

428 

Welcome to India 

ft 

429 

Be source Guide for the improvement of 
instruction in Mech. Tech". 

1? 

430 

Fodor 5 s India 1971 

tl 

431 

American Airlines Directions 

tt 

432 

Air Atlas 

tt 

433 

Engineering Drawing 

ft 

434 

Introduction to Engineering Design 

tt 

435 

Fundamentals of Engineering Drawing 

ft 

436 

Technical Drawing 

ft 

437 

Basic Graphics 

ff 

438 

Engineering Graphics 

tt 

439 

Steam ? Air & Gas lower 

tt 

440 

Internal Combustion Engines 

ff 

44l 

Elementary Applied Tchrmodynarnics 

ft 




Title of Book 



U -A 


442 

443 

444 
44? 
41-6 

447 

448 

449 

450 

451 

452 
V53 
454 

**55 

456 

>+57 

458 

459 

460 

461 

462 
V63 

464 

465 


Motion & Time Study 

Basic Science for the Aviation 
Maintenance Teelmi c ian 

Analytical Mechanics for Engineers-Stat:cs 

Technical Calculus with Analytic Geometry 

General Metal Work 

Steel Construction Manual - 

Irocesses & Materials of Manufacture 

Principles & Practice of Electrical 
Engineering 

Instruction to Electrical Circuit analysis 

Circuits Devices & Systems 

Electrical Circuits 

Basic Circuit Theory 

Electrical Equipment 

The Refrigeration Serviceman’s Manual. 

Basic Refrigeration 

Air Conditioning in Summer and Winter 

Refrigeration Engineering 

Linear Irogramming 

Simulation 

A Guide to pert/CPM 

Fortran Programming 

Plastics Engineering Handbook 

Casting Process Tech* 

Science of Materials 


1 Ho. 

it 

t! 

tl 

t! 

tt 

u 

tt 

tt 

M 

tt 

tt 

tt 

!T 

tt 

ft 

tt 

ft 

ft 

ft 

tt 

Tt 

Tt 
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LIST "OF CATALOGUES, BULLETIk AMD SYLLABI' OF THE INDIAN 
UNIVERSITIES COLLECTED BY THE CURRICULUM DEVELOPMENT CENTRE 
COLLEGE OF ENGIHFERINO, GtFItTDY, MADRAS-60002!?. 
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Hof', 


Date. 


Name of ,thuJJhiversity 
Title of - 'Book 


" No.of 
copies 


l t 


2 n 

3. 
• ** 

b. 


6 , 

7 

8 


Q 
y ® 


10. 

11 , 


12 


13 


11 . 12.72 

14 . 12.72 
17.1. 73 

28.12.72 

28.12.72 

28.12 «72 

28.12.72 

28 , 12.72 

28,12.72 

23.12.72 

28.12.72 

22.1.73 

22.1.73 


Birla Institute of Technology*. 

and Science Buiiu. Gin 

Nagpur University (Prospectus) 

University of Ranchi(Recilations 
for B#Sc, Engg.) 

Karnataka Regional Engg.College, 

SuratUkal (s,K*) 

Scheme of Examination & Syllabus 
W • " (B,E.Civil) 

(B.E.Mech.) 


2 Nos, 

1 No, 


11 


" (B.E.Ele.. Power) 


Scheme of Examination and SylHabus 
Final B.E, hi , ! Slec.&Commn, 


V Year B.JS. (S.S. )Ble. Engg, 

V 7 /ear E.E. (S. S . ) Chemical Engg . 

Scheme of Examination & Syllabus 
Final B.E. Metallurgy 

Vikram University-Uiiain (Five 
7 /ear integrated degree course 
in Engg.) 

University of Roorkee (Roorkee 

U.F») Circular 

University of Roorkee Prosi/ectus 
(Master of Engineering) Mech. 


t? 


It 


it 


si 


it 


rt 


tt. 


it 


tt 


tt 



Hof.-,. 
ITeP. ■ 

Da to - 

Name of the University & 

Book 

Bo. of 
copies 

14 

22,1=73 

Boorkee University Syllabus of 
the Master of Engg.(Metallurgical) 

c ours e 

1 No'. 

_ 

Ip 

22.1,73 

Boorke g Universe ty 'M. E. (Civil )Engg , 

Sf 

16 

22,1,73 

n ” M.E. (Power Systeii 

Engg.) 

1 

tt 

17 

22,1,73 

Boorkee University M.E. in Advanced 
Electrical Mechanics 

It 

18 

22.1.73 

Scheme of teaching and Examination 
for March II Year 'Planning Elective 

If 

19 

22.1.73 

Scheme of course and Examinations 
for Master's course in Architecture 

St 

20 

22.1,73 

Advanced Control Systems 

St 

21 

22.1,73 

Electromagnetic Theory. 

n 

22 

22.1.73 

C omplex Analysis 

St 

23 

22.1.73 

Communication System 

M 

24 

22,1.73 

Electronics of Solids 

tf 

25 

22.1.73 

Teaching and Examined ion Scheme- 
M.E,Course in Earthquake Env. 

SS 

26 

22.1.73 

List of Teaching Staff Members 

St 

27 

30.1.73 

Institute of Technology (Faculty of 
Engg.d Tech.) (Banara-S University) 

2 Nos 

28 

9*2,73 

Punjab University, Chandigarh 

1 No. 

29 

20,2.73 

University of Mysore Semester Scheme 

(B.E.HE.S.) 

5 Nos 

30 

26,2,73 

Siva.ji University, Kolkapur 

(Exam, in the Faculty of Engg. for the 
Degree of "Bachelor of Engg.) 

1 No. 

1 No. 
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BaX. 

No-. 

IBtUi.G 

NarngvOf- the OnxTerslty & 
lltie'of Sook 

No. of 
conies 

31 

21.3.73 

GEO K University of 

INDIA 

1 No. 

32 

28.9.72 

Sri Tenkateswara University 
(A He view of Evaluation in 
Engineering Examination 

2 Nos 

33 

27*12.72 

Annamalai University (Regulation 
for the 5 year Bachelor of Engg. 
Degree 

1 No. 

3^+ 


Annamalai University (Hand Book 

M.Sc.(Engg .)& M.H. Chemical 

1 No. 

35 

27.12.72 

Karna,tnkl T University. ( Dbarwar) 

1. Syllabus for first year of 

B.E. (Civil jMech & Elec.) 

1 Set 



2. Syllabus for ; S.E. 

3 . Syllabus for T.E. 

U. Syllabus for Hewi Old courses 


36 

17*1.73 

University of Jodhpur, Syllabus 
1972-73 (Bachelor of Engg III Year. 

F7 



2 . B.E.Electrical(III,I?ftV ) 

P.fiche3or* of 3!ns* (Mechanical 

III,IY & V 

V. Bachelor of Engg. 


37 

3.1.73 

University of Agriculture & 
Technology information Brochure 

1. Unde r^ r; raduate s tudent s 

2. Fost graduate students 

U.F. Agricultural University 

Bulletin Fart III 

TJ 

33 

23.12.72 

Madurai University Final Year 

B.E, Degree course 

1 No. 

29 

4,1.73 

University of Baroda II Year 
Integrated course 

T1 

ho 

8.1.73 

Sarahalpur University (for the 

Master of Tech.Exam 1973 and 7*+ 

IF 




Date 

27 * 12*72 

17-1.73 


22*1.73 


29-1*73 


31 ^ 7*73 


13*3.73 


, Name at the ilfilYors ity & 

Title of Book 

No, of 
copies 

Sardar Petal University 
(Faculty of Engg.of Tech.) 
Pamphlet No.l and No.2 

1 No. 

Cuiarat University • 
l/Bachelor of Engg.in Civil, 

Me ch. and KLe c t, Br anche s 
(Semester By stem) 

1 Set 

2. Post Diploma Degree courses 
in Civil, Mech;.& Elec.Engg* 


University of Gauhati 

1 No. 


(Regulations and Syllabi for the 
five year- Intergrated B.E.Course 


Banaras Hindu University 

1, First and Second Year of the 1 Set 
Integrated courses in Tech. 

Examinations - 1973 

2. Prospectus of Studies B.Sc. 

(Engg.) in Electrical Engg. 

Examinations - 1973 

Resident Instru. Bulletin 
(Puni ab Agricultural 
Unive rsity) Ludhiana 

University of Roorkee Prospectus 
(Bachelor of Engg.(Mech) 

6 sets of Roneo' copies Syllabus 6 Nos. 

Indian Institute of Management 
(Ahamedabad) - Catalogue 1' No. 

Part time B.E. for Diploma Holders 
in Engg. College of Engg.,Guindy. 


20.3.73 


1 No. 
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LIST OF CATALOGUES, BULLETIN AND SYLLABUS OF THE 
FOREIGN UNIVERSITIES,COLLECTED BY THE CURRICULUM 

CENTRE, COLLEGE OF ENGINEERING, GUIHDY,MADRAS-25 


DEVELOPMEI'h 


rpn 




Bof» 


feiQ ojf [tho UMverhityTltlc'M'.'BbjoIc 


No * of 
copies 


1* The University of Hew 
Soutbwales 
Kin gs t an, Australia 

2* The University of 

Cambridge, Department 
of Engg* Cambridge, 
Great Britan 

3* College of Engineering 
University of OKLAHOMA 

U.S.A. 

4-* St«Louis University 
Missouri (U*S.A,) 

5* University of Kansas 

(U*S«A«) 

6. The Australian National 
University. Australia 

7 * The University of 
Connecticut Bulletin 
(U.S.A. )1973-7V 

8, The Faculty of 
Graduate Studies 

9® Harvard University 

(TJ* S. A*) 

10. The University of 
Arizona* Tucson, 

(U *8 .A, 5Arl£6n& 

11 • University of Pennsyl¬ 
vania Bulletin 
(usa) March 73 


Details of ME NG8C & 
MISUHVoC Degrees 


Academic year 
1972-73 

Bulletin courses 

for 72-73 »» 

Bulletin « 

Catalogue School of 

Engg. 72-73 ** 

General Information 

1973 . ?f 

General Catalogue ! » 

Calendar « 

Sngg.& Applied 

Physics « 

Graduate Catalogue 

72-73 IT 

Graduate Studies { * 
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Roil « 
Ncu 

oX ttta University 

$5 'mx &'Book 

No. of 
copies 

12 

The University of 

Alberta 

Calendar 1973-74 

1 No. 

13 

The " University of 

New Southwale s 9 

Australia 

Faculty of Engg. 

1973 Handbook 

n ■ 

14- 

The University of 

Arizona „ Tucson, Arizom 

Biennial Catalogue 

it 

i? 

University of-London 
Imperal College of 

Science and Technology 

P e G . Course s and * 
Research 73-74 

Science of Materials 

tt 


--do-- 

—do— Materials 
Technology 

tt 


t 

pu 

o 

t 

j 

Department of 
Metallurgy 

t! 


i 

i 

o 

rd 

I 

l 

1969-72 Research 
report 

tt 

16 

University of Calgary 
Canada 

The Faculty of 
Graduale Studie s 

72-73 + 73-7’+ 

2 Nos. 

17 

Carle ton University 

Carleton. Canada 

Faculty of Graduate 
Studies 73-74 

1 No. 

18 

University of New 
Brunswick , Canada 
(Canada) 

Calender 73-74 

tt 

19 

• University of Pittsburgh 

TJ * £ • A , 

Bulletin of Infor¬ 
mation for foreign 
Applicants 

tt 

20 

Papua and New Guinea 
Institute of Technology 
Australia 

Hand Book 1973 

tt 

21 

University of Denver 

IT a t 

Bulletin 

tt 


88 



Wane of the IThivirsdiy 


TiTfLoAaF Boo K 


22 

Yale University U.S.A, 

Engg. and Applied 
Science 1973 

23 

Queen Mary College 
University of London 

Prospectus 

24 

University of Toronto 

Canada 

Faculty of Applied 
Science and Snug. 
Calendar 1973-74 

2? 

University of Western 
"Ontario (Canada) 

Calendar 3 . 973-74 

26 

University of Western 
-Ontarioj London 

Canada 

Faculty of Graduate 
Studies Calendar 

1972-73 

27 

^ 0K- 

University of Melbourne 
(Australia) 

Facility of Bngg. 

Hand Book 1973 

28 

McMaster University ~ 
Arts & Science 

Hamilton-Ontario 
Calender - 73-74 

29 

Tulane University 
Bulletin.School of 
Engineering 

1972-1973 

30 

Monash University 

Faculty of Engg, 
Student Hand Book 
1971-73 

21 
***•. 

The University of 

Sydney Faculty of 
Engineering- 

Hand Book - 1972 

Post Graduate Hand 
Book 

32 

University of Gt'asgow-■- 
/ 

Faculty of Engineerir 

1972-73 

33 

University of Tasmania 

Calendar for 1972 
Faculty of Engg. 

ok 

**•» 

The University of 
Adelaide 

Calendar - 'T 973 



Rg£. 

N©« 

3? 

3^ 

37 

33 

39 

40 

41 

42 

43 

44 

45 

4£> 

47 


43 


Name of Wh UnxvcrtfxtS 


University of California s 
Davis 

The flinders University 
of S*Australia 

The University of 
To/smanla 

University of Nebraska 
Lincoln 

University of 
Washington 

California Institute 


University of Missouri- 
Holla 

Stanford University- 
Eulletin 


University of 
California 

The University of 
Missouri Rolla 

Iowa State University, 
Ames 3 I-owa 

Boston University 
College of Engg. 

University of 
Minnesota (Institute 
of Technology) 

Boston University 


49 University of 
Massachusetts 


Bo a of 

Tvtlo of Bocik 
College of Engineering 

197 3 -h 1 s 

Calendar-1973 " 

post Graduate Study " 


Bulletin 

Bulle'wxii 

Information for 
Students 


Bulletin 

Courses and Degrees- 

1972-73 

1972-73 Berkeley 
Volume 

Graduate Catalogue 

1971-72 - 72-73 

Annual Conference 
programme * 

Program 


Bulletin 1973-75 


Bulletin 1972/73 L Set* 

1. Graduate Programs 

2. Under-graduate M 

Bulletin 1972-73 



1 Bo 



of the imivinr.srty Title of Book 


50 University of Massa¬ 
chusetts at Timberst 


Bulletin 1971-72 


51 

52 

53 

54 



56 

57 

58 

59 

60 

61 


University of Minnesota 

Washington State 
University 

University of 
Pennsylvania (The moore 
School of Electrical 
‘Engineering) 

The George Washington 
University 


Michigan State 
University Publication 


University of South 
Florida 

Princeton University 


The University of 
Liverpool 

Michigan Technological 
University 

University of Waterloo 


The University of Wis¬ 
consin Madison 


Bulletin 1972-73 
Bulletin 1973-74 


1972-73 (One paper) 


Bulletin 1973-74 
(book) 

3 Papers 3 JIAFS* 

Joint Institute for 
acoustics and fight 
sciences 

1- MSU Catalog 3972-73 
(Academic Programs 
Section) 

2.MSU-Catalogue -1973 
(Descriptions of 
Courses section) 

USF Bulletin-1973 

(Accent on Learning) 

(General Catalogue 
1972-1973) 

2 , books and a route 
map 

Catalog 1973-74 

1973-74 Graduate 
Calendar 

Bulletin 

1. 1973-75 

2 . 1972 - 7 ^ 


Ho. of 
copies 

1 Ho* 

t! 

if 

4 Nos, 

1 No, 


1 Get 

n 

if 

Tl 

it 

If 

ISet.. 
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Bcf, jj ame Q f the UnivorSi'-t j 
ITo ^ 


62 The University of 
Wisconsin Milwaukee 

63 University of Virginia 
6h Purdue University 


6? . University of Illinois 
at Urtana Champaign 

66 The University of Michigan 

67 University of X3_linois 
College of Engineering 

68 Iowa State University 


6 9 Carne gie-Melion 

University 


70 University of Notre Dame 


7&-- Lakehead University, 
Canada 

7p University of Washington, 

Bulletin 1972-7** 

7 3 King’s College, London 

7b University of Wales 

Institute of Science and 
Technology 


Title of Book 

No, of 
copies 

Bulletin 1973-7^ 

1 No. 

Record 1973-7’+ 

it 

1* Bulletin,General 
Information 1973-7** 

2 Nos, 

2* Bulletin, The . 
Graduate School 

1973-7^ • 


Courses Catalog 

1972 /7b 

© 

0 

£5 

H 

Bulletin 

n 

fet&Xoguo 

ft 

Bulletin 1973/75 
Graduate, College 
Catalog 

ti 

Undergraduate Catalog 
and Course Descriptions 
1972 - 1971 + - " 

Bulletin of Information 
1973/7? 

Calendar 1973/74 


Vol I & II 

1 Set ■ 

Faculty of Engg* 

Post Graduate 
Prospectus 1972 

1 No ; I 

Prospectus 73-74 

2 
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ITamc of tho University Title of Book 


Bo. of 
copies 


75 The University of 
Birmingham. 


76 Loughborough Univer¬ 
sity of Technology 

77 Cornell University 
(College of Engg.) 

78 University of Florida 


79 The Ohio State Univer¬ 

sity (Graduate School) 

80 The University of 
Michigan (College of 
Engineering. 

81 Michigan -State Univer¬ 
sity East Lansing 


82 Columbia University 
(School of Engg. 3 & 
Applied Science) 

83 University of Illinois 
at Chicago Circle ■ 


8 k Frinceton University 


85 The University of 
Sheffield 


1. Calendar 72-73 

. i Be to 

2• Research and 

publication 

1971-72 

Undergraduate 

Prospectus-155^-75 1 copy 

Announcements „ 

1972-73 

Undergraduate 

Catalog 1973-7k ” 

Bulletin 1973~7k 
Book 2 


Bulletin 1973-7k 

Description of 
courses and Academic 
Programme for Graduate 
study 1972-73 

Bulletin 1972-73 


1- ^' graduate Study * 

Bulletin 1972-73 

2 .Undergraduate study 
Bulletin 1973-7k 

The Undergraduate. -J 

Announcement 1973-7k 

n 


H73 


Faculty of Engg* 
Handbook 1972-73 



-tier 
Bo. 


Name of the University 


Title of Book 


No. of 

r-OTi"' oc* 


86 The University of 
Tennessee Itecord 


87 Louisiana State 

University 


88 . The Ohio State 
University 


Graduate School 1 Set 
Oatal'Cvgv .0773 

2* General Catalogue 

1973 - 7 * 4 -. 

1 ‘Graduate School Catalogue 
Catalog 1973-7 1 + 

Issue (April 1973) 1 Set 

2 .General Catalogue ’ 

(Jan .73)- 

• Bulletin-73-7^- 

1 • General Inf or- 
mation Book.1 
2 . Course Offerings, 

Book .3 



Books relating to .Curriculum Development 
transferred from the Main Library 
College of Engineering, 6-uindy, Madras 



BOOKS 

xHAITSi? ERRED FROM COLLEGE OE ENGIUEERINC 

r LIBRAR3T 

Referenc 

e Title of Book IL 

IV of crv.Qfceoi 

4l/1 

An introduction to Research 
Procedures in Education - j. 
irancis Hummel 

1 No , 

41/2 

Contemporary Research on 

Teacher Effectiveness - 
Bruce j.Biddle and William Jl 
Ellena 

t? 

41/3 

Research Methods in the 
Behavioral Sciences - L°on 

Eestinger & Daniel Katz. 

r! 

4l/4 

Statistical Analysis in 
Educational. Bes earch - 
E*E* Lindquist. 

ft 

41/5 

Understanding Educational ~ 
Research - An Introduction - 
Deohold B* Van Dale** 

tr 

41/6 

Fields of Applied Psychology - 
Anne Anastasi J 

rt 

41/7 

Tliesis and Assignment Writing - 
Jana than Auers on. Berry'll ° 

Burs ton & Millicent Poole 

ff 

41/8 

Planning and the educational 
administrator - C.E.Beehy 

tr 

41/9 
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